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DD-A’“ODP WEEKLY REPORT 
WEEK OF £5 FesrRuRRY — 4 MARCH 1981 
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MaAgoR AerrertTres DuriInse THE Past bleerw: 


A. Sureort to PTO: [ 


CAMN= <CCOMIREM Auromatep MAWAGEMENT = ¥STEM? A RPEGUIRFEMENTS 
STATEMENT =FPECIF YING ENHANCEMENTS TO GIM-II tra suerormr CAMSe wre 
FRoviIinep To ODP“2{PI.  FEQUIREMENTS NEEDED EY 13982 IncLupe A PL“ 1 
INTERFACE? VALUE DEPENDENT FILE ADDIRESSINGs UEDATE TEST WERES: 
SEGMENTED FILE ENHANCEMENTS? AND SPANS TO SREATER DEPTHS. 
FPERUIRFEMENTS HEEDED Ev 13822 INCLUDE IMPROVED REPORT SENERATION 
CAPABILITY: AUTOMATIC INDEXING AND INDEXED BUERY OPTIMIZATIONS 
ITEM-DELETE? AND IMPROVED DATA, DISTRIBUTION ALGORITHMS. 


EB. SUPPORT ro OF: 


FAB CPrecy ACCOUNTING AND BUDGETING? AN APPLICATIONS Feview 
OF THE FAR PrRosLEM DEFINITION FEPORT WRE HELD ON ¢4 FEeerumrpyr. One 
KEY RECOMMENDATION TO THE FPRoJeEcT LEADER WAS THAT A SYSTEMS FLAN 
ENCOMPASSING CHANGES TO THE CURRENT MNANURL SYSTEM AND THE FROFOSED 
FUTOMATED SYSTEM BE WRITTEN EEFORE STARTING THE FEGUIREMNENTS 
PHASE. A COMPLETE LIST OF RECOMMENDATIONS WILL EE SENT TO THE OFF- 
ICE OF FINANCE. 


ee SuUFFORT To OFPPP8:M: 


CAPER (‘Cese PRoOceESsInG AND ERRALUATION FeeorTs? On 19 Ferru- 
APY THE CAPER HARDWARE SYSTEM AND DISK FRCK FAILED DUE TO: OVER- 
HEATING CAUSED EY FARILURPE OF THE ANES BUILDING AIR CONDITIONING. 
MICRODATA RESTORED THE DISK FRCK AND E DivrsIion ATTEMPTED TO 
PESTORE THE DATA EASE OVER THE WEEKEND. MANY SOFTWARE AND HARDWARE 
FROELEMS WERE ENCOUHTERED IN THIS ATTEMPT: RESULTING IN ONLY FIFTY 
FER CENT OF DETAR RECOVERY FOR 13 - 13 FesrurRmry. MUCH OF THIS DATA 
TAM MOT EE RECOVERED. 
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